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PljKJIMM - awetlng «aa deroted to the fuz^er e<m» 
■idemtlon of persmaoel utlllssatlon studies. The CGoalttss had eo^idetsd 
aa analysis of SB5ID-4 and th« disoussion «as devoted to an evaluation of 
the analysis as siade to determine whether or rot a formula suitable for 
applioation to analyse studies of other seotions elthin Operating Serviees 
Division had been evolved. It was decided that the subject matter "Personnel 
tJtilisatifm" eas erroneous and that the study should have been called 
"Control Analysis" . The completed attzdy of 5PSID-<4 ms left eith the 
Ctmirol Office for final drafting foUoeing idiieh it «L11 be again reviewed 
bar the Operating Servioes Divisicm Coosdttee. 

A brief analysis was aade of SPSID«4 to include a dm<»i8tration of 
eertaln of their aetivities. 


Earle F. Cook 
Colonel, Signal Corps 
Chief, Operating Serviees Division 
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